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Integrated Disease Surveillance Programme C®VID-19 
E E eee ee ogee Wetec esos ee ec eee ee eeeeeua cece cece 
Health Bulletin Time: 6:00 PM 
EEEE EET Coen nO Gon ea E 
@) Positive Today: 4482 #4 Recovered Today: 1865 
ÏR Death Today: 06 4 Active Cases: 20620 
S*”Y Sample Positivity today: 13.50% KR% Recovery Percentage: 90.49% 
l. Total cumulative Positive COVID-19 detected: 377731 
2. Total Number (%) of COVID-19 Patients Treated/ Cured: 341797 (90.49%) 
J: Total Number (%) of COVID-19 patients migrated out of state: 7864 (2.08%) 
4. Total Number (%) of COVID-19 Deaths: 7450 (1.97%) 
5. Number of samples found negative for COVID-19 today: 28716 
6. Total number of samples sent for COVID-19 testing today: 33591 
7. Total number of cumulative samples found negative: 8529478 
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Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 





Detailed Status of Sample Tested 


: Negative ee Positive 

Negative : Positive : 

: Cumulative : Cumulative 

in last 24 in last 24 : : 
(including 


(including 
AGS Pvt. Lab) AGTH Pvt. Lab) 


Cas | sor [216903 [609 


33591 28716 | 8529478 4482 377731 8907209 16745 


Details of Districts having Positive COVID-19 Cases 
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16625 14919 
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Hospital Wise Death 


ot cont mentees | a 
a 
pamaraan ft 

a [a Vinay Vishal Health Care, Roorkee, Haridwar Vinay Vishal Health Care, Roorkee, Haridwar | 1 

Grand Total EA 





Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 





Toll free No: 104/01352609500 


aS Whatsapp No. 9412080544 


Details of District Control Rooms 
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COVID-19 Vaccination 


18) January 2022 


* Sessions Held Today: 1229 

* Number of Beneficiaries Vaccinated Today: 41284 
* Total Number of Beneficiaries Partially Vaccinated: 8358187 
* Total Number of Beneficiaries Fully Vaccinated: 6756707 


*% Total Number of Beneficiaries Given Precaution Dose: 106793 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 45-17 
hrs years 18+ years 18+ years 
1st And Partially Partially Fully 
2nd Waceinated vaccinated Vaccinated 
Dose (1st Dose (Both Dose 


(1st Dose 
Coverage) Coverage) Coverage 


Almora | 1237 23303 378358 295420 6017 5990 9945 9361 6659 
13217 185294 155717 2514 2478 2319 2291 4725 
1321 15395 272039 250108 3987 4018 6486 6577 5302 


Partially Fully Partially Fully 

Vaccinated | Vaccinated | Vaccinated | Vaccinated Total Dose 
(1st Dose | (Both Dose (1st Dose (Both Dose Coverage 
Coverage Coverage) Coverage Coverage) 


6365 


Haridwar | 
Pithoragarh 1895 18594 322253 270918 4093 4035 8307 8080 





